Brief comment text:

We use the 900mhz area for Meshtastic for emergency communication with the unlicensed public in our area. A lot of personal money have been spent to make this a viable system when commercial infrastructure goes down. Please don’t change the rules regarding the ICM band. We also use the 900 mhz amateur band as well and have some serious concerns that the changes would severely impact emergency communications in our region.  
